m LINCOLN POOL PRODUCTS 
HAYWARD a Limited Warranty 


Congratulations on the wise purchase of a product from the 
Hayward Pool Products range. You have chosen a product that is the result of up to 60 years research and development by one of the worlds 
largest Swimming pool Equipment manufacturers, in partnership with one of Australia’s leading manufacturers and suppliers. 
This is a multi product registration designed to prevent unnecessary paperwork by you, please take a few moments to complete all details. 
If you prefer you may register at our website, www.lpp.com.au. Registration may entitle you to special offers from time to time. 
Lincoln Pool Products Pty. Ltd. (inc. in Victoria, ABN 66 083 413 414), warrants its products to be free from defects in materials and work- 
manship for a period of one year from the date of purchase for domestic installations and 6 months from date of installation for commercial 
installations. | i 
Parts which fail during the warranty period, except as a result of operating without water, freezing, negligence, improper installation, use or care, 
shall be repaired or replaced, at our option, within 90 days of receipt of the defective product, barring unforeseen delays. 
To receive warranty, replacements or repair, defective components or parts should be returned, transportation paid, to the place of purchase, 
or to the nearest authorised Lincoln Pool Products or Hayward Pool Products service centre. For further Hayward dealer or service centre infor- 
mation, contact Lincoln Pool Products Pty. Ltd. www.lpp.com.au. 
No returns may be made directly to the factory without expressed written authorisation of Lincoln Pool Products Pty. Ltd. 
Some products carry additional warranties subject to confirmation within 30 days of pruchase and Lincoln Pool Products may at its options 
provide on site service - refer to our standard warranty schedule. On site labour does not include specialist services such as electrical or gas 
connections. 
For additional warranties to apply warranty must be registered within 90 days of purchase. 
Where components have become defective except as a result of operating without water, freezing, negligence, improper installation, use or care, 
or as a result of a use in association with an automatic valving system, shall be repaired or replaced, at our option, without charge. 
All other conditions of the standard warranty apply. Hayward or it’s agents shall not be responsible for cartage removal and/or reinstallation 
labour or any other such costs incurred in obtaining warranty replacements. 
The foregoing warranty does not apply to components manufactured by others. For such products, the warranty established by the respective 
manufacturer will apply. 
Warranty excludes damage caused by failure to perform normal maintenance or failure to operate your hayward Product in accordance with 
manufacturers recommendations. 
OTHER RIGHTS: This warranty gives you specific rights and you may also have other rights which may vary from state to state. 
N.B. Domestic Installations - Single family residential applications. All others are regarded as commercial. 


PRODUCT COMPONENT PARTS WARRANTY LABOUR 
(not including mis- ON SITE 
use/abuse) (10km from 
autorised service 
centre) 


Max-Flo Pump 
Domestic installations 
Super Pump 
Domestic installations 
Super Ii Pump 
[Other Components — — 


(Standard Series) Other Components 
Domestic installations 
Super II Pump 
(Heavy Duty Series) 
Domestic installations Basket & Strainer Lid 
ALL PUMPS - Strainer Housing 
COMMERCIAL INSTALLATIONS | Other Components 


(inc. motels and apartments) | Basket & Strainer Lid 


LINCOLN POOL PRODUCTS PTY LTD 

PO Box 4384 

Dandenong South 

VIC 3165 


Sand & DE Filters 
Domestic installations 
Cartridge Filters 
Domestic installations 


ALL FILTERS - 

COMMERCIAL INSTALLATIONS 

(inc. motels and Filter Element 90 Days 
apartments) All Other Components 1 Year 


(PoolVac & Navigator) Shoes, Wings and Flaps 


In-Ground Pool Cleaners 

Domestic installation 
Domestic installations 

ALL CLEANERS - None 

COMMERCIAL INSTALLATIONS None 

(inc. motels and 


Hayward White Goods All Components None 


Hayward H Series Heaters All Components 
(Please refer to separate warranty statement) 2 Years 1 Year 


RP. TW Electrode 


Poolpower and Hayward 
Salt Chlorinators 
Domestic installations 


ALL CHLORINATORS - 
COMMERCIAL INSTALLATIONS 


REGISTER ON THE WEB: www.lpp.com.au 


PURCHASER DETAILS 


NAME: MR / MRS / MS / MISS 


ADDRESS: 

CITY: STATE: POSTCODE: 

PHONE: (0 ) FAX: (o ) 

EMAIL ADDRESS: YEAR POOL BUILT: 

POOL TYPE: POOL FINISH: 

FILTER TYPE: BRAND AND MODEL: 

PUMP TYPE: PUMP SIZE: 

ITEM PURCHASED . MODEL # SERIAL # DATE OF PURCHASED FROM 
. PURCHASE 

PUMP 1 Seas Pa eee Se 

PUMP 2 PS Rae ee 


FILTER 1 
FILTER 2 


Saas ea a Sa Ree eee 
ieee el PER Se 
SALT CHLORINATOR Set Me: Paes Ee Seen 
a Re Soo 


AUTOMATIC POOL CLEANER 
OTHER 


